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PART  1— PRACTICE  AND  PROCEDURE 
PART  73— RADIO  BROADCAST  SERVICES 

Emergsncy  Broadcast  System  (EBS) 
Revision  of  Regulation 

Adopted:  November  16, 1976. 

Released:  November  24, 1976. 

In  the  matter  of  Revision  of  Parts  1 
and  73  of  the  Commission’s  Rules  to  up¬ 
date  and  clarify  the  rules  governing  the 
Emergency  Broadcast  System  (EBS). 

1.  Over  the  past  severed  years,  the  fol¬ 
lowing  developments  have  occurred  which 
necessitate  a  complete  and  thorough  up¬ 
dating  of  the  Emergency  Broadcast  Sys¬ 
tem  (EBS)  rules  contained  in  Subpart  G 
(Part  73)  and  rdated  portions  of  Parts  1 
and  73.  First,  Working  Groups  I  and  IV 
of  the  Broadcast  Services  Subcommittee 
of  the  National  Industry  Advisory  Ccun- 
mittee  (NIAC)  *,  hereinafter  referred  to 
as  NIAC  Subcommittee,  recommended 
certain  changes  in  the  EBS  rules.  Sec¬ 
ond,  the  recent  introduction  of  the  new 
two-tone  Attention  Signal  mandates  fur¬ 
ther  changes  in  the  EBS  rules.  Finally, 
evolution  of  the  EBS  at  the  local  level 
for  use  in  connection  with  day-to-day 
emergencies  calls  for  procedural  changes 
in  the  EBS  rules. 

2.  The  following  discussion  summar¬ 
izes  the  rationale  underlying  these 
changes: 

(a)  The  concept  of  "Alternate  Sta¬ 
tions”  and  "Alternate  Relay  Stations”  is 
outmoded  and  should  be  deleted  from  the 
rules.  In  the  past,  alternate  stations  were 
required  to  go  off  the  air  dining  a  Na¬ 
tional  emei^ency.  These  stations  were 
not  permitted  to  return  to  the  air  unless 
the  key  EBS  stations  were  unable  to  per¬ 
form,  at  which  time  the  alternate  sta¬ 
tions  would  "take  over”  and  broadcast 
emergency  programming.  The  NIAC 
Subcmnmittee  recommends  deletion  of 
the  alternate  station  concept  to  allow  as 
many  stations  as  possible  to  remain  on 
the  air  broadcasting  emergency  pro¬ 
gramming  for  their  listeners.  Implemen¬ 
tation  of  this  recommendation  requires 
revision  ofl}re8ent  173.916  (new  8  73.- 
913),  73.917  (new  8  73.914),  73.918  (new 
8  73.915),  73.922  (new  8  73.916)  and 
73.933. 

(b)  A  new  class  of  EBS  station  has 
been  added  imder  new  8  73.917.  The  State 
Relay  Network,  Section  73.923  (new  8  73.- 
919)  requires  an  origination  point. 


1  Hie  National  Industry  Advisory  Commit¬ 
tee  (NIAC)  was  organized  in  1968  to  advise 
and  assist  the  Federal  Communlcatiims 
Commission  and  other  appropriate  author¬ 
ities.  NIAC’s  function  is  to  study  and  submit 
recommendations  for  emergency  cmxmfUnl- 
catltms  policies,  plans,  systems,  and  proce¬ 
dures.  for  all  FCC  licensed  and  regulated 
commimloations  in  order  to  provide  conUn- 
ued  emergency  oommuntoations  services  un> 
der  oondltlone  of  crisis  or  war. 


Therefore,  a  new  category,  "Originating 
Primary  Relay  Station”  has  been  added 
to  the  rules  to  define  a  station  which  has 
been  acting  in  this  capacity  in  practice. 
This  station  is  Intended  as  the  entry 
point  to  the  State  level  EBS. 

(c)  E^  Pn^ramming  priorities  have 
been  changed.  The  NIAC  Subcommit¬ 
tee  recommends  that  local  level  pro¬ 
gramming  be  given  a  higher  priority  than 
state  level  programming  for  the  reasim 
that  local  level  emergency  Information  is 
of  more  (x>ncem  and  has  greater  rele¬ 
vance  to  listening  audiences  than  state 
level  emergency  information.  This 
change  is  reflected  in  §  73.925  (new  8  73.- 
922). 

(d)  The  NIAC  Subcommittee  reports 
that  AT&T  is  no  longer  able  to  reconfig¬ 
ure  all  the  networks  for  National  level 
EBS  activation,  since  other  common 
carriers  have  become  involved  in  network 
feeds  through  the  use  of  satellites. 
Therefore,  all  sections  of  the  EBS  rules 
referring  specifically  to  "AT&T”  have 
been  revised  with  new  references  to 
“participating  communications  common 
carriers”. 

(e)  The  NIAC  Subcommittee  states 
that  8  73.927  places  an  undue  burden  on 
the  communicatiims  common  carriers  to 
determine  which  broadcast  stations  do  or 
do  not  hold  an  EBS  Authorization.  For 
common  carriers  to  remain  apprised  of 
those  stations  with  or  without  EBS  Au¬ 
thorizations  is  manifestly  unrealistic. 
Therefore,  8  73.927  has  been  revised  ac- 
cordingh^,  by  deleting  that  requirement. 

(f)  Our  adoption  (FCC  75-930)  of  the 
new  two-tone  Attention  Signal  requires 
revision  of  8  73.932.  Formerly,  the  car¬ 
rier-break  Attention  Signal  required 
EBS  monitoring  equipment  to  be  located 
at  the  transmitter  control  point.  Elimi¬ 
nation  of  the  carrier-break  has  removed 
the  need  for  EBS  monitoring  equipment 
at  this  location  (see  FCC  News  release 
60102,  January  21,  1976).  The  revision  of 
8  73.932  reflects  this  fact  and  permits  the 
positioning  of  the  monitoring  equli»nent 
either  at  the  transmitter  control  point 
OT  at  the  studio  location  where  program¬ 
ming  is  acc(Hnpllshed.  By  the  same  token, 
8  73.932,  as  amended  herein,  specifies  the 
location  of  equipment  used  to  transmit 
the  two-tone  Attention  Signal  and  places 
the  responsibility  on  the  licensee  to  en- 
8\u%  that  EBS  equiixnent  is  ftmctlonlng 
properly.  Finally,  8  73.932  provides  for 
station  operation  without  equipment, 
which  Is  defective,  pending  its  repair  or 
replacement  for  a  period  not  in  excess  of 
60  days  without  further  authority  of  the 
Conunission. 

(g)  From  paragraph  (f)  above,  it  fol¬ 
lows  that  8  73.961  must  be  revised  to 
allow  EBS  Tests  to  be  logged  either  in  the 
station  operating  log  or  in  the  station 
program  log. 

(h)  In  light  of  the  changes  indicated 
in  paragraphs  (f)  and  (g)  above,  other 
sections  of  the  rules  require  revision. 
Specifically,  8  1.549  of  Part  1  has  been  re¬ 
vised  to  accommodate  station  reijuests 
for  extensions  of  the  60  day  authority. 


permitted  by  revised  8  73.932,  to  operate 
without  EBS  equipment  which  has  be- 
c(nne  defective.  Also,  88  73.112,  73.113, 
73.114,  73.282,  73.283,  73.284,  73.582,  73.- 
583,  73A84,  73.670,  73.671.  and  73.672  of 
Part  73  have  been  revised  to  show  that 
receipt  and  transmlssicm  of  the  Weekly 
EBS  Tests  may  be  logged  consistently  in 
Uie  station  program  log  or  consistently  in 
the  station  operating  log. 

(I)  With  regard  to  the  EBS  Tests,  the 
NIAC  Subixunmittee  recommends  that 
paragraph  (c)  of  8  73.961  be  revised  to 
require  a  mimthly  test,  as  opposed  to  a 
weekly  test.  This  recommendation  is 
premised  on  benefit  of  the  listening  pub¬ 
lic.  in  that  transmitting  the  EBS  test 
once  a  week  is  akin  to  “crying  wolf  too 
often”.  In  addition,  the  month-long  in¬ 
terval  would  give  broadcasters  an  oppor¬ 
tunity  to  test  individual  Detailed  Opera¬ 
tional  EBS  Plans  at  the  local  level  with¬ 
out  the  burden  of  performing  the  extra 
Weekly  Test  We  concur  in  the  NIAC 
Subcommittee’s  view  that  the  Weekly 
Tests  could  become  a  burden  If  conducted 
in  addition  to  tests  of  Detailed  EBS  Op¬ 
erational  Plans  developed  voluntarily  at 
the  state  and  local  levels.  Hence,  8  73.961 
has  been  amended  to  retain  the  Weekly 
Test,  but  aUowing  testing  of  state  and 
local  Detailed  EBS  Operational  Plans  to 
be  conducted  in  lieu  of  the  Weekh^  Test. 

(J)  Sections  73.931,  73.935,  73.936,  and 
73.937  have  been  edltorisdly  revised  to 
clarify  the  role  of  the  EBS  in  day-to-day 
emergencies.  These  changes  -are  needed 
to  meet  the  Commission’s  commitment  to 
expand  the  versatility  of  the  EBS  for  use 
during  day-to-day  emergencies  at  the 
state  and  lo<xd  level,  as  already  contem¬ 
plated  in  our  News  Release  of  January 
16,  1976,  entitled  “Emergency  Broadcast 
System  Expanded  To  Serve  Communities’ 
Total  Emergoicy  Needs”. 

3.  The  Office  of  Telecommunications 
Policy  (OTP)  Informally  recommended 
editorial  changes  concerning  National 
level  EBS  operation.  Ihese  recommended 
changes  have  been  Incorporated  Into  the 
new  rules.  Adoption  of  these  changes  is 
desirable  in  order  to  clarify  the  meaning 
of  existing  rules  and  to  make  them  uni¬ 
form  as  to  usage  and  terminology. 

'  4.  The  above  rule  revisions  win  require 
parallel  changes  in  the  EBS  Checklists. 
Rather  than  three  types  of  Cfiiecklists, 
there  will  now  be  two — one  for  partic¬ 
ipating  stations  and  one  for  non-partic¬ 
ipating  stations.  The  new  Cfiiecklists  will 
be  published  shortly  after  adoption  of  the 
new  EBS  rules  and  distributed  to  all 
broadcast  stations. 

5.  Authority  for  these  rule  revisions  is 
found  In  Sectlcms  1,  4(1)  and  (o),  and 
303  (r)  of  the  Communictions  Act  of  1934, 
as  amended.  Because  these  amendments 
herein  ordered  impose  no  new  substan¬ 
tive  requirements,  refiect  or  clarify  exist¬ 
ing  policy,  or  are  basically  procedural  or 
editorial  in  nature,  the  prior  notice  pro¬ 
visions  oi  the  Administrative  Procedure 
Act  (5  UH.C.  553)  are  inapplicable. 

6.  Accordingly,  it  is  ordered.  That  ef¬ 
fective  February  1, 1977,  Subpart  O  (Part 
73)  and  related  portiims  of  Parts  1  and 
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T3  of  the  Commission's  Rules  are 
amended  as  set  forth  below. 

(Sees.  4.  303, 46  Stat.,  as  amended,  1066, 1082; 
47  niS.C.  154,  303.) 

FiDERAL  COMMXmiCATIONS 

CoimissioN, 

Vincent  J.  Mullins, 

Secretary. 

I.  Parts  1  and  73  of  Chapter  1  of  Title 
47  of  the  Code  of  Federal  Regulations  is 
amended  as  follows: 

1.  In  9  1.549  the  headnote  and  text  are 
amended  to  read  as  follows: 

§  1.549  Requests  for  extension  of  au¬ 
thority  to  operate  without  required 
monitors,  indicating  instruments, 
and  EBS  Attention  Signal  devices. 

Requests  for  extension  of  authority  to 
operate  without  required  monitors, 
transmission  system  indicating  instru¬ 
ments,  or  devices  for  oflF-the-air  moni¬ 
toring  and  generating  of  the  EBS  Atten¬ 
tion  Sigmal  should  be  made  by  informal 
application  to  the  Ehigineer  in  Charge  of 
the  radio  district  in  which  the  station  is 
operating.  Such  requests  must  contain 
information  as  to  when  and  what  steps 
were  takm  to  repair  or  replace  the  de¬ 
fective  equipment  and  a  brief  description 
of  the  alternative  procedures  being  used 
while  the  defective  equipment  is  out  of 
service. 

2.  In  9  73.112.  new  subparagraph  (5) 
is  added  to  paragraph  (b)  to  read  as  fol¬ 
lows: 

§  73.112  Program  log. 

•  •  •  •  • 

(b)  ♦  *  * 

(5)  A  notation  of  tests  of  the  Emer¬ 
gency  Broadcast  System  procedures  pur¬ 
suant  to  the  requirements  of  Subpart  G 
of  this  Part  and  the  appropriate  station 
EBS  checklist,  imless  such  entries  are 
consistently  made  in  the  station  (grat¬ 
ing  log. 

•  •  •  •  • 

3.  In  9  73.113  sub-subparagrraph  (v)  of 
subparagraph  (a)  (1)  is  amended  to  read 
as  follows: 

§  73.113  Operating  log. 

(a)  •  *  * 

(!)••• 

(v)  A  notation  of  tests  of  the  Emer¬ 
gency  Broadcast  System  procedures  pur¬ 
suant  to  the  requirements  of  Subpart  Q 
of  this  Part  and  the  appropriate  station 
EBS  checklist,  unless  such  entries  are 
consistently  made  in  the  station  program 
log. 

♦  •  ♦  •  *  ^ 

4.  In  9  73.114,  new  sub-subparagrairii 
(vii)  is  added  to  subparagraph  (a)  (2)  to 
read  as  follows: 

§73.114  Maintenance  log. 

(a)  •  •  * 

(2)  •  *  * 

(vii)  Devices  for  monitoring  for  or  gen¬ 
erating  the  EBS  Attention  Signal. 

•  •  •  •  • 

5.  In  9  78.282,  new  subparagrai^  (5) 
is  added  to  paragraph  (b)  to  read  as  fol¬ 
lows: 


§  73.282  Program  log. 

*  *  *  «  * 

(b)  •  •  * 

(5)  A  notation  of  tests  of  tiie  Emer¬ 
gency  Broadcast  System  procedures  pur¬ 
suant  to  the  requirements  of  Subpart  O 
of  this  Part  and  the.  appropriate  station 
EBS  checklist,  unless  such  entries  are 
consistently  made  in  the  station  operat¬ 
ing  log. 

«  *  *  «  « 

6.  In  9  73.283,  subparagraph  (2)  of 
paragraph  (a)  is  amended  to  read  as 
follows: 

§  73.283  Operatinglog. 

(a)  *  *  * 

(2)  A  notation  of  tests  of  the  Emer¬ 
gency  Broadcast  System  procedures  pur¬ 
suant  to  the  requirements  of  Subpart  G 
of  this  Part  and  the  appropriate  station 
EBS  checklist,  unless  such  entries  are 
consistently  made  in  the  station  program 
log. 

*  «  •  *  * 

7.  In  9  73.284,  new  sub-subparagraph 
(V)  is  added  to  subparagraph  (a)  (6)  to 
read  as  follows: 

§  73.284  Maintenance  log. 

(a)  *  *  * 

(6)  *  •  * 

(V)  Devices  for  monitoring  for  or  gen¬ 
erating  the  EBS  Attention  Signal. 

«  •  *  *  • 

8.  In  9  73.582,  new  subparagraph  (3) 
is  added  to  paragraph  (a)  to  read  as  fol¬ 
lows: 

§  73.582  Program  log. 

(a)  *  *  • 

(3)  A  notation  of  tests  of  the 
Emergency  Broadcast  System  procedures 
pursuant  to  the  requirements  of  Subpart 
G  of  this  Part  and  the  ai^ropriate  sta¬ 
tion  EBS  checklist,  imless  such  entries 
are  consistently  made  in  the  station  op¬ 
erating  log. 

*  •  •  *  • 

9.  In  9  73.583  subparagraph  (2)  of 
paragraph  (a)  is  amended  to  read  as  fol¬ 
lows: 

§  73.583  Operating  log. 

(a)  •  •  * 

(2)  A  notatiiHi  of  tests  of  the  Emer¬ 
gency  Broadcast  System  procedures  pur¬ 
suant  to  the  requirements  of  Subpart  G 
of  this  Part  and  the  Appropriate  station 
EBS  checklist,  unless  such  entries  are 
consistently  made  in  the  station  program 
log. 

*  *  •  *  « 

10.  In  9  73.584,  new  sub-subparagraph 
(v)  is  added  to  subparagraph  (a)  (6)  to 
read  as  follows: 

§  73.584  Maintenance  log. 

(а)  •  •  • 

(б)  •  •  • 

(v)  Devices  for  mtuiitoring  for  or  gen¬ 
erating  the  EBS  Attention  Signal. 

•  •  •  •  • 


11.  In  9  73.670,  new  subparagraph  (5) 
is  added  to  paragraph  (b)  to  read  as  fol¬ 
lows: 

§  73.670  Program  log. 

•  •  •  *  • 

(b)  *  •  * 

(5)  A  notation  of  tests  of  the  Emer¬ 
gency  Broadcast  System  procedures  pur¬ 
suant  to  the  requirements  of  Subpart  G 
of  this  Part  and  the  appropriate  station 
EBS  checklist,  unless  such  entries  are 
consistently  made  in  the  station  operat¬ 
ing  log. 

«  *  •  «  • 

12.  In  §  73.671,  subparagraph  (2)  of 
paragraph  (a)  is  amended  to  read  as  fol¬ 
lows: 

§  73.67 1  Operating  log.  ^ 

(a)  •  *  • 

(2)  A  notation  of  tests  of  the  Emer¬ 
gency  Broadcast  System  procedures  pur¬ 
suant  to  the  requirements  of  subpait  G 
of  this  Part  and  tiie  appropriate  station 
EBS  checklist,  unless  such  entries  are 
consistently  made  in  the  station  program 
log. 

*  •  •  •  A 

13.  In  9  73.672,  new  sub-paragraph 
(V)  is  added  to  paragraph  (a)  (6)  to  read 
as  follows: 

§  73.672  Maintenance  log. 

(a)  *  *  • 

(6)  •  •  • 

(v)  Devices  for  monitoring  for  or  gen¬ 
erating  the  EBS  Attention  Signal. 

•  •  •  •  • 

14.  Part  73  is  amended  as  follows: 

a.  Subpart  G  is  revised  in  its  entirety 
to  read  as  follows : 

Subpart  G — Emergancy  Broadcast  System 

Scope  and  Objectives 

Sec. 

73.901  Scope  of  subpart. 

73.902  Objectives  of  subpart. 

Definitions 

73.903  Emergency  Broadcast  System  (EBS). 

73.904  Licensee. 

73.905  Emergency  Action  Notification 

(EAN). 

73.906  Attention  Signal. 

73.907  Emergency  Action  Termination. 

73.908  EBS  Checklist. 

73.909  Standard  Operating  Procedures 

(SOP’S) . 

75.910  Authenticator  Word  Lists. 

73.911  Basic  Emergency  Broadcast  System 

Plan. 

73.912  NIAC  Order. 

73.913  Emergency  Broadcast  System  Au¬ 

thorization. 

73.914  Primary  Station  (Primary). 

73.915  Primary  Belay  Station  (Pri  Relay) . 

73.916  Common  Program  Control  Station 

(CPCS). 

73.917  Originating  Primary  Relay  Station 

(Orig  Pri  Relay) . 

73.918  Non-Participating  Station  (Non- 

EBS). 

73.919  State  Relay  Network. 

73.920  Operational  (Local)  Area. 

73.921  State  Emergency  Broadcast  System 

Operational  Plan. 

73.922  Emergency  Broadcast  System  Pro¬ 

gramming  priorities. 
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Pabticipatiok 

Sec. 

73.926  Participation  In  the  Knergencj 

Broadcast  System. 

73.927  Participation  by  communications 

common  carriers. 

Emesgenct  Actions 

73.931  Dissemlnatton  of  Bmergency  Action 
Notification. 

73fi32  Radio  monitoring  and  Attention  Sig¬ 
nal  transmission  requirements. 

73.933  Emergency  Broadcast  System  Opera¬ 
tion  During  a  National  Level 
Emergency. 

Dat-to-Dat  Emergency  Operations 

73.935  Day-to-day  emergencies  posing  a 

threat  to  ttw  safety  of  life  and 
property;  State  Level  and  Opera¬ 
tional  (Local)  Area  Level  Emer¬ 
gency  Action  Notification. 

73.936  Emergency  Broadcast  System  opera¬ 

tion  during  a  State  Level  emer¬ 
gency. 

73.937  Emergency  Brocutcast  System  opera- 

ticm  during  an  Operational  (Local> 
Area  Level  emergency. 

EBS  Attention  &cnai.  Equipment 

73.940  Encoder  devices. 

73.941  Decoder  devices. 

73.942  Acceptability  of  EBS  Attention  Sig¬ 

nal  equipment. 

73.943  Individual  construction  of  encoders 

and  decoders. 

Tests 

73.961  Tests  of  the  Emergency  Broadcast 

System  procedures. 

73.962  Closed  Circuit  Tests  of  iqiproved  Na¬ 

tional  Level  Interconnecting  sys¬ 
tems  and  facilities  of  the  Emer¬ 
gency  Broadcast  System. 

Authoritt:  Secs.  1,  4  (1)  and  (o),  and  303 
(r) ,  Communications  Act  of  1934  as  amended. 

Subpart  G — Emergency  Broadcast  ^tem 

Scope  and  Objectives 

§  73.901  Scope  of  snbpart. 

This  subpart  contains  rules  and  regu¬ 
lations  providing  for  an  Emergency 
Broadcast  System  (EBS).  It  applies  to 
all  broadcast  stations  under  FCX7  Juris¬ 
diction,  and  Is  issued  under  authority  of 
Sections  1.  4  (1)^  (o),  and  303  (r)  of  the 
Communications  Act  of  1934,  as  amended. 

§  73.902  Objectives  of  snbpart. 

The  objective  of  this  sulK>art  is  to-  pro¬ 
vide  a  means  for  the  devdopment  and 
implementation  of  Emergency  Brocul- 
cast  System  planning  and  operation  at 
the  National,  State,  and  local  levels. 
Provision  is  made  for  operation  of  par¬ 
ticipating  broadcast  stations  and  other 
non-govemmoit  industry  entities  on  a 
voluntary,  orgsuiized  basis  during  emer¬ 
gency  situations  for  the  punkise  of  pro¬ 
viding  the  President  and  the  Federal  gov¬ 
ernment,  as  well  as  heads  of  State  and 
local  government,  or  their  designated 
representatives,  with  a  means  of  com¬ 
municating  with  the  gmeral  public. 
Participation  in  the  EBS  at  the  State 
and  Operational  (Local)  Area  levds  is  at 
the  discretion  of  broadcast  station  man¬ 
agement. 


Dehwihohs 

S  73.903  Emergency  Broadcast  System 
(EBS). 

Hie  EBS  Is  cMnpoBcd  of  AM,  FM  and 
TV  broadeasi  stations  and  non-govern¬ 
ment  industry  entitles  operating  on  a 
voluntary,  organized  basis  during  emer¬ 
gencies  at  Natkmal,  State  or  Operational 
(Local)  Area  levels. 

§  73.904  Licensee. 

The  term  '"Licensee”  as  used  in  this 
subpart  means  the  holder  of  a  broadcast 
station  license  granted  or  continued  in 
force  under  authoiUy  of  the  CTommunlca- 
tions  Act  of  1934,  as  amended.  Such  li¬ 
censees  include  any  AM,  FM,  m:  TV  sta- 
tkm  holding  a  valid  license,  program  test 
authortzatiop,  or  other  authorlzatkm 
permitting  regular  broadcast  operation. 

§  73.905  Emergency  .Action  Notification 
(EAN). 

The  Emergency  Action  Notification 
(EAN)  is  the  notice  to  all  licaisees  and 
regulated  services  of  ttte  FCC,  participat¬ 
ing  non-government  industry  entities, 
and  to  the  general  public,  of  ^e  activa¬ 
tion  of  the  EBS.  The  EAN  is  distributed 
in  accordance  with  §  73.931. 

§  73.906  Attention  Signal. 

The  attention  signal  to  be  used  by  AM, 
FM,  and  TV  broadcast  stations  to  actuate 
muted  receivers  for  inter-station  receipt 
of  emergency  cueing  announcements  and 
broadcasts  involves  the  use  of  two  audio 
tones  in  the  following  arrangement; 

(a)  Tone  frequencies. — ^The  two  audio 
tones  shall  have  fundamental  frequen¬ 
cies  of  853  and  960  Hertz  and  shall  not 
vary  over  ±0.5  Hertz. 

(b)  Harmonic  distortion. — ^The  total 
harmonic  distortion  of  each  of  the  audio 
tones  Shan  not  exceed  5%. 

(c.)  Miwimsan  level  of  modulation. — 
Each  of  the  tvro  tones  shall  be  calibrated 
separate  to  modulate  the  transmitter 
at  no  less  than  40%.  These  two  cali¬ 
brated  modulations  levels  shaB  have  val¬ 
ues  tiiat  are  within  at  lei^t  1  dB  of  each 
other. 

(d)  Time  period  for  transmission  of 
tones. — ^The  two  tones  with  the  charac¬ 
teristics  specified  above  shaU  automati- 
caUy  modulate  tiie  transmitter  simulta¬ 
neously  at  the  resulting  level  for  an 
automatic  time  podod  of  not  less  than  20 
seconds  nor  longer  than  25  seconds. 

§  73.907  Emwgency  Action  Termina¬ 
tion. 

The  Emergency  Action  Termination  is 
the  notice  to  aU  licensees  and  regulated 
services  of  the  FCC,  participating  non¬ 
government  Industry  entities  and  to  the 
general  public  of  the  tginination  of  the 
EBS  at  the  National  leveL  mis  termina¬ 
tion  is  distributed  In  the  same  manner 
as  the  dissemination  of  the  EAN  at  the 
National  levd  in  accordance  with  i  73.- 
931. 

§  73.908  EBS  Checklist. 

The  EBS  Checklist  states  in  summary 
form  the  actkois  to  be  taken  by  station 


personnel  upon  receipt  of  the  Emergency 
Action  Notification,  Termination  or  Test 
Messages.  Two  EBS  Checklists  are  avafi- 
able:  one  for  participating  stations  and 
the  other  for  non-participating  stations. 
A  copy  of  the  apprcKniate  Checklist 
should  be  located  at  normal  duty  posi¬ 
tions  nhere  it  shaU  be  immediately  avail¬ 
able  to  broadcast  station  staff  responsi¬ 
ble  for:  (a)  authenticating  ^^knergency 
Action  Notifications,  Tenninatkms,  and 
Tests  received:  and  (b)  Initiating  ap¬ 
propriate  EBS  actions. 

§  73.909  Standard  Operating  Procedures 
(SOP’S). 

The  SOP’S  contaki  detailed  operation¬ 
al  instrueti<ms  which  are  used  for  acti¬ 
vating,  terminating  and  testing  the  Na¬ 
tional  level  EBS.  mey  are  issued  by  the 
FCC  to  spesified  control  points  of  the 
national  Radio  and  Television  Broadcast 
Networks  (ABC,  CBS,  MBS.  NBC,  NPR, 
UPI- Audio,  ABC-TV,  CBS-TV,  NBC-TV, 
and  PBS),  participating  Ccxnmunica- 
tions  Common  Carriers,  the  Associated 
Press  (AP)  and  the  United  Press  Inter¬ 
national  (UPI) . 

(a)  SOP-1,  EBS  activation  and  ter¬ 
mination  procedures.  This  SOP  contains 
the  detailed  CH?erational  authoitication 
procedures  for  activatkm,  cmeratkm,  and 
termination  of  the  EBS  in  response  to 
an  actual  National  ^nergeney  situation. 

(b)  SOP-2,  EBS  test  transmissions. 
mis  SOP  contains  the  detailed  opera¬ 
tional  and  authentication  procediu'es  for 
testing  the  EBS  at  the  Naticmal  level. 

(c)  SOPS,  EBS  backup  procedures. 
mis  SOP  contains  the  detailed  opera¬ 
tional  and  authentication  procedures  to 
be  used  in  event  the  procedures  in  SOP- 
1  cannot  function. 

§  73.910  Authenticalor  Word  Lists. 

These  lists  are  issued  every  six  months 
by  the  FCC  and  are  used  in  conjunction 
with  procedures  contained  in  the  EBS 
Checklist  and  SOP’s  for  tests  or  actual 
National  emergency  situations. 

(a)  EBS  Authenticator  List — Red  En¬ 
velope.  This  document  is  used  for  au¬ 
thentication  purposes  in  conjimetian 
with  the  procedures  contained  in  EBS 
Checklists,  SOP-1,  SOP-2,  and  SOP-3. 
It  is  issued  to  aU  broadcast  stations  and 
specified  control  points  (National  Radio 
and  TV  Broadcast  Networks,  participat¬ 
ing  communications  common  carriers, 
AP  and  UPI). 

(b)  EBS  Authenticator  List  (Voice)  — 
White  Envelope.  This  document  is  used 
for  caller  identification  piuiposes  in  con¬ 
junction  with  the  proc^ures  in  SOP-3 
and  is  issued  to  the  abo^  specified  con¬ 
trol  points. 

§  73.911  Batic  Eniergenry  Broadcast 
System  Plan. 

me  Basic  EBS  Plan  contains  guidance 
to  aU  non-gaTenuDent  entities  for  the 
dlstributloR  oi  emergency  kMcurmatlon 
and  instructions  covering  a  broad  range 
of  CBMrgascT  copttngenctes  posing  a 
threat  to  the  safety  of  life  or  property. 


FEDEIAL  REGISTEI,  VOL.  41,  NO.  231— TUESDAY,  NOVEMBER  30.  1976 


RULES  AND  REGULATIONS 


52633 


§73.912  NIAC  Order. 

This  is  a  service  order  previously  filed 
with  participating  communications  c(mi- 
mon  carriers  providing  for  program  orig¬ 
ination  reconfiguration  of  the  major 
Radio  and  Television  Networks  volun¬ 
tarily  participating  in  the  National  level 
EBd.  Participating  networks  are: 

(a)  American  Broadcasting  Company 
(ABC  and  ABO-TV) . 

(b)  Columbia  Broadcasting  System  (CBS 
and  CBS-TV) . 

(c)  Intermountain  Network  (IMN). 

(d)  Mutual  Broadcasting  System  (MBS). 

(e)  National  Broadcasting  Company  (NBC 
and  NBC-TV) . 

(f)  National  Public  Radio  (NPB) . 

(g)  Public  Broadcasting  Service  (PBS). 

(h)  United  Press  International  Audio 
(UPI-Audlo) . 

NIAC  Orders  must  meet  White  House  re¬ 
quirements  and  will  be  activated  only  in 
accordance  with  the  FCC  Rules  and 
Regrulations. 

§  73.913  Emergency  Broadcast  System 
Authorization. 

(a)  This  authorization  is  issued  by  the 
FCC  to  licensees  of  broadcast  stations  to 
permit  operation  on  a  volimtary,  orga¬ 
nized  basis  during  a  National  emergency 
consistent  with  the  provisions  of  this 
subpart  of  the  rules  and  regulations.  This 
authorization  will  remain  in  effect  dur¬ 
ing  the  period  of  the  initial  license  and 
subsequent  renewals  unless  returned  by 
the  holder  or  suspended,  modified  or 
withdrawn  by  the  Commission. 

(b)  An  BIBS  Authorization  is  not  re¬ 
quired  in  order  to  participate  on  a  vol¬ 
untary,  organized  basis  in  State  and  Op¬ 
erational  (Local)  Area  Emergency 
Broadcast  System  operations  as  set  forth 
in  §  73.935. 

§  73.914  Primary  Station  (Primarj  ). 

A  Primary  Station  broadcasts  or  re¬ 
broadcasts  a  common  emergency  pro¬ 
gram  for  the  duration  of  the  activation 
of  the  EBS  at  the  National,  State,  or 
Operational  (Local)  Area  Level.  The 
EBS  transmissions  of  such  stations  are 
intended  for  direct  public  reception  as 
well  as  inter-station  programming. 

§  73.915  Primary  Relay  Station  (Pri 
Relay). 

A  Primary  Relay  Station  (an  integral 
part  of  the  State  Relay  Network)  is  a 
broadcast  station  responsible  for  the  re¬ 
lay  of  National  level  and  State  level  ccmi- 
mon  emergency  programming  into  the 
Operational  (Local)  Area  levels. 

§  73.916  Common  Program  Control  Sta¬ 
tion  (CPCS). 

This  is  a  Primary  Station  in  an  Oper¬ 
ational  (Local)  Area  which  preferably 
has  special  communication  links  with 
appropriate  authorities  (e.g..  National 
Weather  Service,  Civil  Defense,  local  or 
State  government  authorities,  etc.)  as 
specified  in  the  State  EBS  Operational 
Plan.  A  Primary  CPCS  Station  is  respon¬ 
sible  for  coordinating  the  carriage  of  a 
common  emergency  program  for  its  area. 
If  it  is  unable  to  carry  out  this  function, 
other  Primary  Stations  in  the  Opera¬ 


tional  (Local)  Area  will  be  assigned  the 
responsibility  as  indicated  in  the  State 
EBfi  Operational  Plan. 

§  73.917  Originating  Primary  Relay  Sta¬ 
tion  (Orig  Pri  Rdlay). 

An  Originating  Primary  Relay  Station 
is  a  station  as  defined  in  S  73.915  that 
acts  as  the  originating  station  somce  of 
a  common  program  from  the  State  cap¬ 
ital  or  State  emergency  operating  cen¬ 
ter  for  the  State  Relay  Network,  and 
may  be  programmed  directly  by  the  Gov¬ 
ernor  or  a  designated  representative. 

§  73.918  Non-partiripating  Station 
(Non-EBS). 

This  is  a  broadcast  station  which  has 
elected  not  to  participate  in  the  National 
level  EBS  and  does  not  hold  an  EBS  au¬ 
thorization.  Upon  activation  of  the  EBS 
at  the  National  level  such  stations  are 
required  to  remove  their  carriers  from 
the  air  and  monitor  for  the  Emergency 
Action  Termination  in  accordance  with 
the  instructions  in  the  EBS  Checklist  for 
Non-Participating  Stations. 

§  73.919  State  Relay  Network. 

A  State  Relay  Network  is  a  relay  net¬ 
work,  composed  of  Primary  Relay  Sta¬ 
tions  and  leased  common  carrier  com¬ 
munications  facilities  and  any  other 
available  communication  facilities,  for 
disseminating  statewide  emergency  pro¬ 
gramming  originated  by  the  Governor  or 
a  designated  representative. 

§  73.920  Operational  (Local)  Area. 

This  is  a  geographical  area  which  en¬ 
compasses  a  niunber  of  contiguous  com¬ 
munities  as  shown  in  the  State  EBS  Op¬ 
erational  Plan. 

§  73.921  State  Emergency  Broadcast 
System  Operational  Plan. 

This  plan  contains  the  necessary  guid¬ 
ance  for  the  volimtary  coordination  be¬ 
tween  appropriate  authorities  (e.g.  Na¬ 
tional  Weather  Service,  Civil  Defense, 
local  or  State  government,  etc.)  and  the 
broadcast  industry  to  communicate  with 
the  general  public  during  a  State  or  local 
emergency  situation.  Additional  proce¬ 
dural  guides,  SOP’S  and  otiier  imple¬ 
menting  instructions  should  be  devel¬ 
oped  at  the  State  and  local  levels  to  in¬ 
sure  effective  operation  of  the  EBS  at 
the  State  and  Operational  (Local)  Area 
levels. 

§  73.922  Emergency  Broadcast  System 
programming  priorities. 

(a)  Program  priorities  for  EBS  are  as 
follows: 

Priority  One — Presidential  Messages 
Priority  Two— Operational  (Local)  Area  Pro¬ 
gramming 

Priority  Three — State  Programming 
Priority  Pour — National  Programming  and 

News 

(b)  Participating  stations  that  remain 
on  the  air  during  a  National  emergency 
situation  must  carry  Presidential  Mes¬ 
sages  "live”  at  the  time  of  transmission. 
Activation  of  the  National  level  EBS  will 
pre«npt  operation  of  the  Operational 
(Local)  Area  or  State  level  EBS. 


(c)  During  a  National  emergency  the 
Radio  and  Television  (aural)  Broadcast 
Network  program  distribution  facilities 
shall  be  reserved  exclusively  for  distri¬ 
bution  of  Presidential  Messages  and  Na¬ 
tional  Programming  and  News.  National 
Programming  and  News  which  is  not 
broadcast  at  the  time  of  original  trans¬ 
mission  shall  be  recorded  locally  by  the 
CTCS  for  broadcast  at  the  earliest  op¬ 
portunity  consistent  with  Operational 
(Local)  Area  requirements. 

Participation 

§  73.926  Participation  in  tlie  Emergen¬ 
cy  Broadcast  System. 

(a)  The  FCC  will  send  to  new  li¬ 
censees  an  EBS  authorization  and  a  let¬ 
ter  requesting  their  voluntary  partici¬ 
pation  in  the  EBS.  Stations  are  requested 
to  accept  or  decline  this  authorization 
within  30  days  of  receipt.  Should  the 
request  be  declined,  the  EBS  Authoriza¬ 
tion  should  be  returned  to  FCC.  In  either 
event,  an  appropriate  EBS  Checklist  and 
EBS  station  designation  will  be  for¬ 
warded  to  the  station  manager. 

(b)  An  existing  licensee  who  is  not 
already  a  participant  and  desires  to  par¬ 
ticipate  voluntarily  in  the  National  level 
EBS  must  submit  a  written  request  to  the 
FCX:.  Hie  FCC  may  then  issue  an  EBS 
Authorization. 

(c)  Any  station  may  withdraw  from 
EBS  participation  by  giving  30  days  writ¬ 
ten  notice  and  by  returning  its  EBS  Au¬ 
thorization  to  the  FCC. 

(d)  Any  station  that  is  daiied  par¬ 
ticipation  in  the  National  level  EBS  for 
any  reason  may  apply  to  the  Ciwnmis- 
sion  for  review  of  the  staff  denial  in  ac¬ 
cordance  with  S  1.115  of  this  chapter. 

(e)  Any  AM,  FM,  or  TV  broadcast  sta¬ 
tion  licensee  may,  at  the  discretion  of 
management,  volimtarily  participate  in 
the  State  level  and  Operatimial  (Local) 
Area  level  EBS  in  accordctnce  with  the 
provisions  of  the  State  EBS  Operational 
Plan.  An  EBS  Authorization  is  not  re¬ 
quired. 

§  73.927  Participation  by  communica¬ 
tions  common  carriers. 

(a)  Communication.;  common  carriers 
which  have  facilities  available  in  place 
may,  without  charge,  connect  an  inde¬ 
pendent  broadcast  station  to  networks 
operated  by  ABC,  CBS,  IMN,  MBS,  NBC, 
NPR,  or  PBS  for  the  duration  of  the  ac¬ 
tivation  of  the  National  level  EBS;  pro¬ 
vided  that  the  station  has  in  service  a 
local  channel  from  the  station’s  studio 
or  transmitter  directly  to  the  broadcast 
source  or  a  broadcast  connection  point 

(b)  During  the  activation  of  the  Na¬ 
tional  level  EBS,  commimications  com¬ 
mon  carriers  which  have  facilities  in 
place  may,  without  charge,  connect  an 
originating  source  associated  with  an  ap¬ 
propriate  NIAC  Order  frmn  the  nearest 
Exchange  to  a  selected  Test  Center  and 
then  to  the  Radio  and  Television  (aural) 
Broadcast  Networks  for  the  duration  of 
the  emergency;  provided  that: 

(1)  Ihe  originating  source  has  in  serv¬ 
ice  a  local  channel  fnmi  the  originating 
point  to  the  nearest  Exchange. 


FEDEtAL  REGISTER,  VOL.  41,  NO.  231 — ^TUESDAY,  NOVEMBER  30,  1976 


RULES  AND  REGULATIONS 


(2)  A  NIAC  Order  corerlng  this  aerv-  (c)  OpcmtioBal  (Local)  Area  Levd.  with  173.961(c).  This  equipment  must 
Ice  is  reqxiested  by  the  White  House.  ITie  dtasemtnatioo  arxancemcnts  for  the  be  installed  in  the  broculcast  station 

(c)  Upon  receipt  of  the  Emergency  EAN  at  this  level  originate  from  Opera-  tither  at  the  transmitter  control  point 

Action  Termination  the  communicatitms  tional  (Local)  Area  authorities  to  the  and/or  studio  location  in  such  a  way 
common  carriers  idiall:  Primary  Station  designated  as  the  CFCS  that  It  enables  the  broadcast  station  staff 

(1)  Disconnect  the  participating  inde-  for  the  area.  The  management  of  this  at  normal  duty  locations  to  initiate  the 

pendent  station.  Primary  Station  may,  at  its  discretion,  two-tone  transmission.  For  situations 

(2)  Disconnect  the  origination  source,  activate  the  EB8  at  this  level  under  the  where  broadcast  stations  are  co-owned 

(3)  Restore  the  netwoilcs  to  their  orlg-  provisions  of  i  73.936(a).  The  EBS  will  and  co-located  (e.g.,  an  AM  and  FM 

Inal  configurations.  be  activated  in  accordance  with  I  73.931  licensed  to  the  same  entity  at  the  same 

(d)  During  Closed  Circuit  Tests  of  (a)  (3)  and  the  State  EBS  Operational  location)  with  a  combined  studio  faefl- 

the  National  level  EBS  using  NIAC  Or-  Plan.  ity,  only  one  generator  is  required  if  In- 

ders,  communications  common  carriers  (d>  Prior  to  commencing  routine  op-  stalled  in  the  combined  studio  facility, 

which  have  facilities  in  place  may,  with-  eration  or  orighiatij^  any  emisskms  (c)  The  licensee  has  the  responsibility 
out  charge,  connect  an  originating  soim^  under  program  test,  equipment  test,  ex-  to  insure  that  the  equiianent  used  for 
associated  with  an  appropriate  NIAC  Or-  perimental,  or  other  authorizatkms  or  off-the-sdr  signal  monitoring  and  gener- 
der  from  the  nearest  Exchange  to  a  se-  for  any  other  purpose,  licensees  or  per-  ating  the  EBS  Attei^icm  Signal  is  in 
lected  Test  Center,  and  then  to  the  Radio  mlttees  shall  first  ascertain  whether  the  functioning  (xmdition  during  all  times 
Networks.  No  participating  independent  EBS  has  been  activated  by  one  m  all  of  the  station  is  in  operaton,  and  to  deter- 
station  may  be  connected  during  the  test  the  f (lowing  methods;  mine  the  cause  of  any  failure  to  receive 

unless  authorized  by  the  FCC.  Upon  ter-  (1)  Monitor  the  radio  and  TV  network  the  Weekly  Transmission  Tests  as  de- 
mination  of  tests  the  Radio  Network  facilities.  scribed  in  paiagrrai^  (c)  of  i  73.961. 

shall  be  restored  to  their  original  config-  (2)  Check  the  Radio  Press  Wire  Serv-  (d)  In  the  event  that  the  equlpmmit 
I'ration.  ice  (AP  and  UPI) .  for  receiving  the  Attrition  Signal  and 

(e)  Every  such  carrier  rendering  any  o)  Monitor  the  Primary  CPCS  Statiem  emergency  programming  transmitted  by 

such  free  service  shall  make  and  file,  in  and/or  the  Primary  Relay  Station  for  other  broadcast  stations,  or  the  equlp- 

duplicate,  with  the  FCC.  on  or  before  your  Ooerational  (Local)  Area  ment  for  generating  the  Attention  Signal 

the  31st  day  of  July  and  on  or  before  operauonai  becomes  defective,  the  station  may  oper- 

the  31st  day  of  January  of  each  year,  re-  K  so,  oper^on  smH  be  in  accordance  ^te  without  the  defective  equipment 
ports  covering  the  periods  of  6  months  subpart  the  rules.  pending  its  repair  or  replacement  for  a 

ending  on  the  30th  day  of  June  and  the  §  73.932  Radio  monitoring  and  Atten-  period  not  in  excess  d  60  days  without 

31st  day  of  December  respectively,  next  tion  Signal  transmueion  require-  further  authority  of  the  Commission  pro¬ 
prior  to  said  dates.  These  reports  shall  menu.  vided  that; 

show  in  detail  what  free  service  was  ren-  /  v  w  i*  r»  *  Appropriate  otitries  shall  be  made 

dered  pxusuant  to  this  rule  and  the  ^ymtormg  Req^^ent.  to  m-  station  (^xrarating  or  program  log, 

charges  in  dollars  which  would  have  ac-  * -S"  indicating  reasons  why  Weekly  Test 

crued  to  the  carrier  for  such  services  i  au  oroaacast  sia-  Transmissions  were  not  received  or  con- 

rendered  if  charges  therefore  had  been  Imtoll  wd  (derate,  ducted  and; 

collected  at  the  published  tariff  rates.  during  their  hom^  of  br<^cast  opera-  (2)  Appropriate  entries  shall  be  made 

EIKNOENCY  Acnops  Attention  pod  emwncy  pro-  blowing  the  ijate  end  time  the  eqnijpnent 

§  73.931  Dissemination  of  Emergency  gramn^g  tran^itt^  by  ot^r  y^as  removed  and  restored  to  serviee. 

Action  Notification.  cast  stattons.  Hiis  equipment  must  be  jj  conditions  beyond  the  cantrol 

(a)  National  Level.  The  Emergency  licensee  prevent  the  restoration 

Action  N^iticm  (EAN)  will  re-  the  dcfecUvc  equipment  to  service  with- 

leased  at  this  level  upon  request  of  the  Ste  t  ^STbe  l^Sed  ^  ^wed^rlod,  l^oi^ 

White  House  The  EAN  mesaece  is  dls-  w  instaJiro  m  tne  jieq^cjst  in  accordance  with  Sectitm  1.549 

wnn«  nou^.  aw  mosauge  »  ojs-  broadcast  station,  dtha:  at  the  trans-  mnv  >>»  Wn_ 

somtnatAd  from  the  origination  point  on  /#..  .tE.rnn  innn  enapeer  may  oe  mea  wiui  me  ani- 

a  dedicated  teletypewriter  netwoi^  to  con^l  perint  ^<1/0^  stwfio  lo^  gineer  in  Charge  of  the  radio  district  in 

SontSol  pSite  S^T^^i^Md  which  the  station  is  operating  for  such 

Broadcast  Networks  (ABC  CBS  broadcast  station  st^,  ^  mnmal  duty  additional  time  as  may  be  required  to 

NBC  NPR  UPI- Audio  ABC-Tv’  (TBS-^  location,  to  instan^ieously  complete  repairs  of  the  defective  equlp- 

j  .I4  upon  the  receipt  of  the  attention  signal  rnm^ 

P®S),  p^l^pating  ^  immediately  monitor  the  emer- 

COTimunlratkaM  Co^^  (^arri^,  gency  programming.  For  situations  where  §73.933  Emergency  Broadcast  System 
and  UPL  The  Isthen  further  dls-  broadcast  stations  are  co-owned  and  co-  operation  dm-ing  a  National  Level 

semto^  M  follows  ^  _ _ located  (e.g..  an  AM  and  FM  licensed  to  emergency. 

thl  n  ®®“®  location)  (a)  An  EBS  Checklist  will  be  posted  at 

Broadcast  Net-  ^  combined  studio  faeflity,  only  <me  normal  duty  positions  where  it  shall  b< 

wir.'Trfp-  reccivcr  Is  required  if  installed  In  the  immediately  avaflable  to  broadcast  sta- 
(AM  combined  studio  facility.  The  off-the-air  tion  personnd  responsltde  for  EBS  ac- 
^  •^braScMt  Sd^S’^totio^  monitoring  assignment  of  each  tions.  This  Checklist  summarizes  the  pro- 

w  Ji,*  broadcast  station  is  specified  in  the  State  cedures  to  be  foUowed  upon  receipt  of  a 
«  EBS  Operational  Plan.  National  level  Emergency  Action  Notifi- 

<b)  Transmission  Requirement.  AU  cation  or  Termination  Message  in  ac- 
censees  ana  reguiaiea  services.  broadcast  ll(;ensees,  except  noncommer-  cordaxw^e  with  arrangements  described  in 

Receipt  of  the  EAN  via  any  (me  of  the  cial  educational  FM  Broadcast  Stations  S  73.931(a). 

above  arrangements  is  sufficient  to  begin  of  10  Watts  or  less,  must  (riafa^n  cm^^te,  (b)  Immediately  upon  receipt  of  an 
emergency  actions  set  forth  in  1 73.933.  njui  mnjrvtntn  equipment  eapal^  (tf  gen-  EAN  Message  an  licensees  wifi  proceeci 

(b)  stat^T  level  tti^  erating  the  Attentkm  Signal  (8  73J08)  as  foBows; 

rangements  for  the  EAN  at  thi«  level  to  modulate  the  transmitter  so  that  the  (I)  Monitor  the  radio  and  TV  networl 
originate  from  State  and  Federal  gov-  signal  may  be  broadcast  to  other  broad-  facilitte  for  further  Instnictions  from 
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Plan)  for  the  receipt  of  any  further 
Instructions. 

(4)  Discontinue  normal  programming 
and  follow  the  transmission  pnx'jdures 
set  forth  In  the  appropriate  EBS  Check* 
list. 

(i)  Primary  CPCS,  Originating  Pri¬ 
mary  Rday,  Primary  Relay,  and  Primary 
stations  f(dlow  the  transmission  proce¬ 
dures  and  make  the  annoimconents 
under  the  National  Level  Instructions  of 
the  EBS  Checklist  for  Participating 
Stations. 

(ii)  Non-participating  stations  follow 
the  transmissicm  procedures  and  make 
the  announcements  under  the  National 
Level  Instructkms  ot  the  EBS  Checklist 
for  Non-Participating  Stations.  Follow¬ 
ing  the  announcement,  non-participat¬ 
ing  stations  are  required  to  ranove  their 
carriers  frcan  the  air  and  monitor  for  the 
Emergency  Action  Terminaticm. 

(5)  Upon  cmnpletion  of  the  above 
transmisskm  procedures: 

(i)  Participating  stations  will  begin 
broadcast  otf  a  common  emergency  pro¬ 
gram.  All  stations  shall  carry  the  com¬ 
mon  emergency  program  imtil  receipt  of 
the  Emergency  Action  Termination 
Message.  Programming  prics'lties  are  set 
forth  in  S  73.922.  Feeds  will  be  provided 
by  one  or  more  of  the  following: 

(a)  Cmnmon  Program  Control  Sta- 
tirnis. 

(b)  Radio  and  Television  Broadcast 
Netwoiks. 

(c)  Originating  Primary  Relay  and 
Primary  Rday  Stations  in  the  State  Re¬ 
lay  Network. 

(ii)  Should  it  become  apparent  that 
the  primary  CPCS  Station  or  Primary 
Relay  Station  of  an  Operational  (Local) 
Area  may  not  be  able  to  provide  an  ap¬ 
propriate  ^nergency  program  feed,  other 
Primary  Stations  ctf  the  area  may  riect 
to  assume  the  duties  of  providing  a  pro¬ 
gram  feed.  This  should  be  dime  in  an 
organized  manner  as  designated  in  the 
State  EBS  Operational  Plans. 

(6)  The  Standby  Script  shall  be  used 
until  program  material  is  available.  The 
text  of  the  Standby  Script  is  contained 
in  the  EBS  Checklist  for  Participating 
Stations. 

(7)  TV  broadcast  stations  shall  dis¬ 
play  an  aiwroprlate  EBS  slide  and  then 
transmit  all  announcements  visually  and 
aurally  in  the  manner  described  in 
9  73.675(b)  of  this  Part. 

(8)  A  Station  which  broadcasts  pri¬ 
marily  in  a  language  other  than  Em^ish 
shall  broadcast  in  such  foreign  language 
following  the  broadcast  in  English. 

(9)  Broadcast  Stations  in  the  Inter¬ 
national  Broadcast  Service  will  cease 
broadcasting  immediately  upon  receipt 
of  an  Emergency  Action  Notification  and 
will  maintain  radio  silence.  However, 
under  certain  conditions  th^  may  be  is¬ 
sued  appropriate  emergency  authoriza¬ 
tion  by  the  FCC  with  concurrence  of  the 
Director,  Office  of  Telecommunications 
Policy,  in  which  event  they  will  trans¬ 
mit  only  Federal  government  broculcasts 
or  communications.  The  station’s  car¬ 
rier  must  be  removed  from  the  air  during 
periods  no  broadcasts  or  communica¬ 
tions  transmissions. 


(10)  Staticms  may  broadcast  their  call 
letters  during  an  EBS  activation.  State 
and  Operational  (LocaD  Area  identifica¬ 
tions  shall  also  be  given. 

(11)  All  stations  operating  and  identi¬ 
fied  with  a  particular  Operational 
(Local)  Area  will  broadcast  a  ccmmum 
emergency  program  until  receipt  of  the 
Emergency  Action  Termination. 

(12)  Broadcast  stations  holding  an 
ERA  Authorization  are  specifically  ex¬ 
empt  from  complying  with  9  73.52  (per¬ 
taining  to  maintenance  of  operating 
power)  while  operating  under  this  sub¬ 
part  of  the  rules. 

(c)  Upon  receipt  of  an  Emergency  Ac¬ 
tion  Termination  Message  all  stations 
will  f(^ow  the  termination  procedures 
set  forth  in  the  EBS  Checklists. 

(d)  Stations  originating  emergency 
commimications  under  this  Section  shsdl 
be  deemed  to  have  conferred  rebroadcast 
authority,  as  required  by  Section  325(a) 
of  the  Communications  Act  of  1934,  as 
amended,  and  9  73.1207,  on  other  par¬ 
ticipating  stations. 

DAT-TO-DAT  EKERGENCT  OPERATIOIfS 

§  73.935  Day-to-day  emergmcies  posing 
a  threat  to  the  safety  of  life  and  pn^ 
erty;  State  Level  and  Operational 
(Lo^)  Area  Level  Emergency  Ac¬ 
tion  Notification. 

(a)  State  Levri  w  Operaticmal  (Local) 
Area  Level.  The  EBS  may  be  activated  at 
this  level  by  AM.  FM.  and  TV  Inroadcast 
stations,  at  management’s  discretion,  in 
connecti<m  with  day-to-day  onergency 
situations  posing  a  threat  to  the  safe^ 
of  life  and  property.  Examides  of  emer¬ 
gency  situations  which  may  warrant 
either  an  immediate  or  delayed  response 
by  the  licensee  are:  tornadoes,  hurri¬ 
canes,  fioods,  tidal  waves,  earthquakes, 
icing  conditions,  heavy  snows,  wide¬ 
spread  fires,  discharge  of  toxic  gases, 
widespread  power  failures,  industrial  ex¬ 
plosions.  and  civil  disorders. 

(b)  Stations  originating  emergency 
c(mununications  undo*  this  Secttcm  shall 
be  deemed  to  have  conferred  rdbroadcast 
authority,  as  required  by  Section  325 (a) 
of  the  Communications  Act  of  1934,  as 
amended,  and  9  73.1207  of  this  Part,  on 
othOT  pa^clpatlng  statkms. 

§  73.936  Emergency  Broadcast  System 
operation  during  a  State  Level  emer¬ 
gency. 

(a)  An  EBS  Checklist  will  be  posted  at 
normal  duty  positions  where  it  shall  be 
immediately  available  to  iNroadcast  sta¬ 
tion  personnel  responsible  for  EBS  ac¬ 
tion. 

(b)  Operations  win  be  conducted  in 
accordance  with  the  provisions  of  the 
State  EBS  Operational  Flan. 

(c)  An  EBS  Authorization  is  not  re¬ 
quired  for  a  broadcast  statimi  to  partici¬ 
pate  in  the  operation  of  the  State  level 
EBS. 

(d)  Immediatriy  upcm  receipt  of  a 
State  levri  Emergency  Acti<m  Notifica¬ 
tion  message  aU  Ucaisees  which  are  vol¬ 
untarily  participating,  may,  at  the  dis¬ 
cretion  of  management,  proceed  as  fid- 
lows: 

(1)  Monitor  the  State  Relay  Netwoiic 
(Primary  Relay  Stati(xu(>  for  receipt  of 


any  further  instructions  from  the  Origi¬ 
nating  Primary  Relay  Station. 

(2)  Mcmitor  the  Primary  Stations 
designated  as  the  CPCS  for  your  Opera¬ 
tional  (Local)  Area  for  receipt  of  any 
further  instructions. 

(3)  AU  licensees  participating  in  the 
State  levd  EBS  shaU  discontinue  normal 
programming  and  foUow  the  transmis¬ 
sion  procedures  set  forth  in  the  appropri¬ 
ate  EBS  Checklist  and  State  EBS  Opera¬ 
tional  Plan  (9'  73.921)  imder  the  State 
and  Local  Level  Instructions.  Stations 
broadcasting  primarily  in  a  foreign  lan¬ 
guage  shaU  r^)eat  aU  announcements  in 
such  foreign  language  foUowing  the 
broadcast  in  English.  TV  broadcast  sta¬ 
tions  shall  display  an  appropriate  err 
sUde  and  then  transmit  aU  annoimce- 
ments  visually  and  aurally  in  the  manner 
desci[ibed  in  9  73.675(b). 

(4)  Upon  completion  of  the  above 
transmission  proc^ures,  resume  normal 
programming  until  receipt  of  the  cue 
from  the  CPCS  for  your  Operational 
(Local)  Area,  or  Primary  Rday  Station 
of  the  State  EBS  Network.  At  that  time 
begin  broadcasting  the  State  level  c<Mn- 
mon  emergency  program  recced  frmn 
one  of  the  following  sources: 

(i)  C(xnmon  Program  Control  Station 
for  your  Operational  (Local)  Area. 

(U>  Any  Primary  Relay  Statkm  of  the 
V  State  Relay  Network. 

(5)  AU  licensees  may  resume  normal 
broadcast  operations  up<m  conclusicm  of 
the  State  lev^  EBS  broadcast. 

§  73.937  Emergency  Broadcast  System 
operation  during  an  Operational 
(Local)  Area  Level  emergency. 

(a)  An  EBS  Checklist  will  be  posted 
at  normal  duty  positions  where  it  shall 
be  immediately  available  to  broadcast 
station  personnel  responsible  for  EBS 
actions. 

(b)  (^)erations  will  be  conducted  in 
accordance  witii  the  provisions  of  the 
State  EBS  Operational  Plan. 

(c)  An  EBS  Authorizatkm  Is  not  re¬ 
quired  for  a  broadcast  station  to  partici¬ 
pate  in  the  operation  oi  the  local  level 
EBS. 

(d)  Immediately  upon  receipt  of  an 
Operaticmal  (Local)  Area  levd  Emer¬ 
gency  Action  Notificaticm  all  licensees 
which  are  voluntarily  particlpattang.  may, 
at  the  discretion  of  management,  pro¬ 
ceed  as  follows: 

(1)  Monitor  the  Primary  Station  des¬ 
ignated  as  the  CPCS  fmr  your  Opera¬ 
tional  (Local)  Area  for  the  receipt  of 
any  further  instructions. 

(2)  Monitor  the  Primary  R^y  Station 
for  your  Opomtional  (Local)  Area  for 
receipt  of  any  further  instructions. 

(3)  All  licensees  participating  In  the 
Operational  (Local)  Area  level  EBS 
discontinue  normal  programming  and 
follow  the  transmission  procedures  set 
forth  in  the  aimroprlate  KBS  Checklist 
and  State  EBS  Operaticmal  Plan 
(9  73.921)  under  the  State  and  Local 
Level  Instructions.  Stations  broadcasting 
primarily  In  a  forrign  language  shall  re¬ 
peat  all  announcements  In  such  fmeign 
language  foUowing  the  broadcast  in 
English.  TV  broadcast  statimu  shaU  dis¬ 
play  an  appropriate  EBS  slide  and  then 
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transmit  all  announcements  visually  and 
aurally  in  the  manner  described  in 
§  74.675(b)  of  this  Part 

(4)  Upon  cmnpletion  of  the  above 
transmls8i(m  procedures,  resume  nonnal 
programming  imtil  receipt  of  the  cue 
from  the  CPCS  for  your  Operational 
(Local)  Area.  At  that  time  be^  broad¬ 
casting  the  common  emergency  program 
received  from  one  of  the  following 
sources  for  your  Operaticmal  (Local) 
Area: 

(i)  Common  Program  Control  Station. 

(ii)  Primary  Relay  Station. 

(5)  All  licensees  may  resume  nonnal 
broadcast  operations  upon  conclusion  of 
the  Operational  (Local)  Area  level  EBS 
broadcast. 

EBS  Attention  Signal  Equipment 
§  73.940  Encoder  devices.  / 

An  encoder  device  shall  be  used  by 
broadcast  stations  for  the  gen^ation  of 
the  two-tone  Attrition  Signal.  Only  non- 
c(»nmercial  educational  FM  broadcast 
stations  of  10  watts  or  less  are  exempt 
fr(Mn  the  requirement  of  installing  the 
encoder  device.  Hie  encoder  device  shall 
comply  with  the  following  requirements: 

(a)  Tone  Frequencies.  ITie  two  audio 
signals  of  the  encoder  shall  have  fun¬ 
damental  frequencies  of  853  and  960 
Hertz.  TTie  frequency  of  each  tone  shall 
not  vary  more  than  ±0.5  Hertz. 

(b)  Harmon^  Distortion.  Total  har¬ 
monic  distortion  of  each  of  the  audio 
t(«es  shall  not  exceed  5  percent  as  meas¬ 
ured  at  the  out^iut  terminals  of  the  en¬ 
coder. 

(c)  Minimum  Level  of  Output.  Hie 
encoder  shall  have  an  ou^t  level  ca¬ 
pability  of  at  least  +8  dBM  into  a  600 
ohm  load  impedance  at  each  audio  tone. 
(The  ou4>ut  level  of  each  tone  shall  be 
calibrated  individually.)  A  nmi-lo^ing 
switch  (or  switches)  shall  be  provided 
in  the  encode  to  permit  individual  ac¬ 
tivation  of  the  two  tones  for  calibration 
of  associated  systems. 

(d)  Time  Period  for  Transmission  of 
Tones.  Hie  encoder  shall  have  timing 
circuitry  that  will  autmnatically  allow  for 
the  generation  of  the  two  tones  simul¬ 
taneously  for  a  period  of  not  less  than 
20  seconds  nor  longer  than  25  seconds. 

(e)  Operating  Temperature.  Encoders 
shall  have  the  ability  to  operate  with  the 
above  specifications  of  paragn4>h8  (a), 
(b) .  (c) .  and  (d)  of  this  section  within 
at  least  an  ambioit  temperature  range 
OH  from  0  to  +50”  C. 

(f)  OperaUng  Humidity.  Encoders 
shall  have  the  ability  to  operate  with  the 
above  specifications  of  paragraphs  (a), 
(b),  (c).  and  (d)  of  this  secticm  in  a 
range  of  relative  humidity  of  up  to  95 
percent. 

(g)  Primary  Supply  Voltage  Variation. 
The  mcoder  shall  be  capable  of  opera¬ 
tion  within  the  tolerances  specified  in  this 
section  during  a  variation  in  primary 
supply  voltage  of  85  percent  to  115  per¬ 
cent  of  the  rated  value. 

(h)  Testing  Encoder  Units.  Encoders 
not  covered  by  the  provision  of  1 73.943 
shall  be  tested  in  the  presence  of  a  mini¬ 


mum  RP  oi  10  V/m  at  a  frequency 
in  the  AM  broadcast  band  and  in  the 
presence  of  a  minimum  of  RF  field  of  .5 
V/m  at  a  frequency  to  either  the  FM  or 
TV  broadcast  bands  to  simulate  actual 
working  conditions.  At  least  the  param¬ 
eters  specified  in  paragraphs  (a),  (b), 
and  (d)  of  this  section  shall  be  tested 
to  the  RF  fidds  as  specified. 

(i)  JmUcof or  Derice.  The  encoder  shall 
be  provided  with  a  visual  and/or  aural 
indicator  which  clearly  shows  that  the 
device  is  activated. 

(j)  Switch  Guard.  Hie  switch  used  for 
initiating  the  automatic  generation  of 
the  simultaneous  tones  shall  be  protected 
in  a  manner  which  will  prevent  acci¬ 
dental  operation.  This  includes  swltdtiing 
devices  used  in  a  remote  control  fashion. 

§  73.941  Decoder  devices. 

Decoder  devices  shall  have  detection 
and  activation  circuitry  that  will  demute 
a  broadcast  recover  only  upon  the  si¬ 
multaneous  detection  of  the  two  audio 
tones  of  853  and  960  Hertz. 

(a)  For  the  purpose  of  preventing  false 
responses,  decoder  devices,  designed  to 
utilize  the  two  tones  for  broadcast  re¬ 
ceiver  demuting,  shall  contain  circuitry 
designed  to  meet  the  following  specifica¬ 
tions  and  thereupon  be  certified  by  the 
Commission. 

(1)  Time  Delay.  A  time  delay  of  a 
minimum  of  8  seconds  but  not  more  than 
16  sec<mds  of  tone  reception  shall  be  in¬ 
corporated  into  the  activation  or  demut¬ 
ing  process  to  insure  that  the  tones  will 
be  audible  for  a  period  of  from  4  seconds 
to  17  seconds. 

(2)  Operation  Bandwidth.  Hie  decoder 
circuitry  shall  not  reiqxind  to  tones  which 
vary  more  than  —5  Hz  from  each  of  the 
frequencies,  853  Hertz  and  960  Hertz. 

(b)  Reset  Ability.  Hie  decoder  shall 
have  a  switching  device  which,  when  it¬ 
erated  manually,  resets  the  associated 
broadcast  receiver  to  a  muted  state. 

(c)  Operating  Temperature.  Decoders 
shall  have  the  ability  to  operate  with  the 
above  specifications  of  (a)  and  (b)  of 
this  section  within  at  least  an  ambient 
temperature  range  from  0  to  +50°C. 

§  73.942  Acceptability  of  EBS  Attention 
Signal  equipment. 

(a)  An  encoder  device  used  for  gen¬ 
erating  the  EBS  Attention  Signal  must  be 
type  accepted  by  fidlowtog  the  proce¬ 
dures  set  forth  to  Sitopart  J  of  Part  2  of 
the  Rules  and  Regulations.  The  data  and 
inforfiiatlon  submitted  shall  show  capa¬ 
bility  of  the  equipment  to  meet  the  re¬ 
quirements  of  1 73  J40. 

(b)  A  decoder  device  used  for  the  de- 
tectiem  of  the  EBS  Attention  Signal  shall 
be  certified  following  the  iqiplicable  pro¬ 
cedures  set  forth  in  8uto>art  J.  Part  2 
and  Sutoiart  B  of  Part  15  of  the  Rules 
and  Regulations.  This  requirement  shall 
also  ai^ly  to  cmnblnations  which  include 
a  receiver  subject  to  certification  and  an 
EBS  Attention  Signal  decoder  which  is 
an  integral  part  of  said  receiver.  The 
data  and  information  submitted  shall 
show  capability  of  the  equipment  to 
meet  the  requirements  of  S  73.941. 


§  73.943  Indiviclulil  construction  of  en¬ 
coders  and  decoders. 

(a)  A  station  licensee  who  constructs 
decoders  and  encoders  for  use  at  his  sta¬ 
tion  and  not  tor  sale  need  not  submit  the 
fees  otherwise  required  with  eertillcation 
and  type  acceptance  applications. 

(b)  The  provisions  of  i  73  J42  (a)  and 
(b)  shall  apply  to  encoders  and  decoders 
contructed  by  individual  statlmi  licensees. 

Tests 

§  73.961  Teats  of  the  Emergency  Broad¬ 
cast  System  proeedures. 

Tests  of  the  EBS  procedures  will  be 
made  at  regular  intervals  as  indicated 
bdow.  AiH>ro|Hiate  entries  shall  be  made 
consistently  to  the  statton  iwerattog  log 
or  cmisistently  to  the  station  program 
log  on  EBS  Tests  received  and  trans¬ 
mitted  by  broadcast  stations. 

(a)  Weekly  “500”  Net  Test  Transmis- 
siims.  Test  transmissions  of  the  National 
level  interconnection  facilities  will  be 
conducted  on  a  random  basis  imce  each 
week.  The  tests  will  originate  on  an  alter¬ 
nate  basis  from  one  of  two  origination 
points  over  a  dedicated  government  tele- 
t3rpewriter  network  to  the  control  points 
ot  tlie  Radio  and  Tdevlsion  Broadcast 
Netwoiks,  participating  communications 
common  carriers,  AP  and  UPI.  A  dedi¬ 
cated  autixnatic  td^fiione  network  will 
be  used  for  confirmation  purposes  be- 
twe«i  the  origination  points  and  AP  and 
UPI.  These  tests  will  be  in  accmxiance 
with  procedures  set  forth  to  EBS  SOP-2 
which  is  furnished  to  the  non-govem- 
ment  entities  concerned. 

(b)  Periodic  AP  and  UPI  Test  Trans¬ 
missions.  AP  and  UPI  will  s^iarately 
conduct  test  transmissions  to  AM,  FM, 
and  TV  broadcast  stations,  on  their 
Radio  Wire  Teletype  Network,  a  maxi¬ 
mum  of  twice  a  month  on  a  random  basis 
at  times  of  their  choice.  These  tests  will 
be  conducted  in  accordance  with  proce¬ 
dures  set  forth  in  EBS  SOP-2  which  is 
furnished  to  the  non-government  entities 
concerned  and  the  EBS  Checklist  fur¬ 
nished  to  all  broadcast  stations. 

(c)  Weekly  Transmission  Tests  of  the 
Attention  Signal  and  Test  Script.  Except 
as  provided  to  paragrsqih  (d)  oi  this  Sec¬ 
tion,  these  tests  shall  be  conducted  by  all 
AM,  FM  and  TV  broadcast  stations  a 
miiiimum  of  imce  a  week  at  randmn  days 
and  times  between  the  hours  oi  8:30  a.m. 
and  local  sunset.  Hiese  tests  will  be  con¬ 
ducted  to  accordance  with  procedures  set 
forth  to  the  EBS  Checklist  furnished  to 
all  broadcast  stations. 

<d)  Tests  of  implonenting  procedures 
developed  at  the  State  and  local  levels 
may  be  conducted  on  a  day-to-day  basis 
as  indicated  to  State  EBS  Operational 
Plans.  Coordinated  tests  of  EBS  (^ra¬ 
tional  priNseihires  for  an  entire  State  or 
Operational  (Local)  Area  may  be  con¬ 
ducted  to  lieu  (rf  the  Wedcly  Transmis- 
'  si(m  Tests  of  the  Attention  Signal  and 
Test  Script  required  in  paragitqih  (c)  of 
this  secticm. 

(e)  Stations  originating  emergency 
communications  under  Uiis  secticm  shall 
be  deemed  to  have  conferred  rdiroadcast 
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authority;  as  required  by  Section  325(a) 
of  the  C(Hnmunications  Act  of  1934.  as 
amended,  and  S  73.1207  of  this  Patt. 

§  73.962  Closed  Circuit  Tests  of  ap¬ 
proved  National  Level  interconnect¬ 
ing  systems  and  facilities  of  the 
Emergency  Broadcast  System. 

(a)  Tests  of  approved  National  level 
interconnecting  systems  and  facilities  of 
non-govemm«it  entities  voluntarily  par¬ 
ticipating  in  the  EBS  will  be  conducted 
on  a  random  or  scheduled  basis  not  more 
than  once  a  month  and  not  less  than  mice 
every  3  months  only  after  PCC  approval. 
Time  of  test  will  be  selected  by  both 
White  House  and  National  Industry  Ad¬ 
visory  Committee  (NIAC)  representa¬ 
tives  in  coordination  with  the  Defense 
Commissioner,  FCC.  Unless  a  random 
Closed  Circuit  Test  has  been  selected,  the 
FCC  will  notify  the  Networks,  participat¬ 
ing  cmnmunlcations  common  carriers 
and  Wire  Services  of  the  selected  time 
window,  foim  working  days  (holidays  ex¬ 
cluded)  prior  to  the  test. 

(b)  The  details  of  these  Closed  Cir¬ 
cuit  Tests  procedmes  are  contained  in 
the  EBS  Checklists  issued  to  all  broad¬ 
cast  stations  and  in  SOP-2  issued  by  the 
FCC  to  those  nmi-Government  entities 
concerned. 

(c)  The  radio  networks,  participating 
communications  common  carriers,  AF 
and  UPI  will  receive  noUflcation  oi 
closed  circuit  tests  by  a  Closed  Circuit 
Test  Activatimi  Message,  followed  by  a 
NIAC  Order  Request  Message. 


(d)  The  National  level  EBS  will  be 
tested  on  a  closed  circuit  basis.  These  test 
broadcasts  will  originate  from  a  point 
selected  by  the  White  House  with  pro¬ 
gram  feed  circuitry  connected  to  the 
Telephone  Company  Toll  Test  Center  at 
points  indicated  by  individual  NIAC  Or¬ 
ders.  Participating  communications 
common  carriers  will  interconnect,  as  re- 
qviired,  the  facilities  of  the  Radio  Broad¬ 
cast  Networks,  ABC,  CBS,  MBS,  NBC, 
NPR,  UPI-Audlo  and  the  Intermountain 
(IMN)  Radio  Broadcast  Network  as  au¬ 
thorized  by  the  NIAC  Order  associated 
with  the  Closed  Circuit  Test.  The  audio 
networks  associated  with  the  video  net¬ 
works  of  ABC-TV,  CBS-TV,  NBC-TV, 
and  PBS  shall  not  be  utilized  during 
closed  circuit  tests.  The  telephone  com¬ 
panies  are  not  authorized  to  add  any  of 
the  independent 'stations  participating 
in  the  EBS  unless  authorized  by  the  FCC. 
Authentication  will  be  provided  to  the 
Telephone  Company  Toll  Test  Center  or 
other  program  entry  locatimi  responsible 
for  the  particular  NIAC  Order  to  be  used 
as  set  forth  in  SOP-2.  Authentication 
used  in  the  Closed  Circuit  Test  Messages 
will  be  the  test  words  printed  on  the  out¬ 
side  of  the  EBS  Authenticator  List  (Red 
Envelope) . 

(e)  Closed  Circuit  Test  procedures  for 
Radio  Network  affiliates  and  AP  and 
UPI  subscribers  are  as  follows: 

(1)  Notification  of  a  Closed  Circuit 
Test  will  be  received  in  accordance  with 
procedures  set  forth  in  S  73.931(a)  (1) 
and  (2)  and  the  EBS  Checklist. 


(2)  Immediately  monitor  your  radio 
network  (ABC.  CBS,  IMN.  MBS.  NBC, 
NPR  and  UPI- Audio)  and  check  your 
AP  and  UPI  Radio  Wire  Teletn>e  Net¬ 
work  machine  for  the  receipt  of  the 
Closed  Circuit  Test  Activation  Message. 
Verify  authenticity  using  the  test  words 
printed  on  the  outside  cover  of  the  cur¬ 
rent  issue  of  the  EBS  Authenticator  List 
(Red  Envelope).  Television  netwoite  do 
not  participate  in  the  Closed  C^ircult 
Tests. 

(3)  Continue  to  monitor  your  radio 
network  for  talkup,  and  the  Closed  Cir¬ 
cuit  Test  Program. 

(4)  Enter  the  time  of  receipt  of  the 
Closed  Circuit  Test  consistently  in  your 
station  operating  log  or  ccmslstently  in 
your  program  log. 

(5)  The  Closed  Circuit  Test  will  ter¬ 
minate  on  the  following  aural  Closed  Cue 
as  it  appears  in  the  text  of  the  test 
program: 

This  concludes  the  Closed  Circuit  Test  of 
^  the  Emergency  Broadcast  System 

(6)  Following  the  Closing  Cue  as  indi¬ 
cated  in  paragraph  (e)  (5)  of  this  section 
AP  and  UPI  sub^ribers  only  will  receive 
a  “Closed  Circuit  Test  Termination  Mes¬ 
sage”.  Record  time  of  receipt  of  this  mes¬ 
sage  as  indicated  in  paragraph  (e)  (4)  of 
this  section. 

(f )  The  Federal  Communications  Com¬ 
mission  may  request  a  report  of  a  Closed 
Circuit  Test  as  deemed  ai^iropriate  in  a 
format  prescribed  by  the  Commission. 
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